|New Features|
- Software update indicator: The update button located in the options menu highlights when a new version of the TTS software is available.
- In-app software update: TTS operators can now update the TTS software.
- Setup Wizard: Guides the operator through setting up fundamental meta data and RCS information.  (This feature is generally used by Internet Archive before the arrival of your TTS.)
- Collection sets: TTS operators can choose between multiple collections at the meta data input screen.

|Fixes|
- UTF encoding bug: A preloaded item with UTF encoded meta data would crash the TTS software as it populated the meta data form.

|Changes|
- Camera calibration screens: Revamped with updated, improved instructions.  A help button is available on the second screen with more details, and provides a link to even more in depth documentation from our Zendesk Help Center.
- "Calibrate" button's inactive status is now obvious.  It will be available for use at a later date.
- "Settings" section now only contains the barcode scanner toggle.  Account login has been moved to its own "Account" section.
- "Update SW" button renamed to "Update" and is now functional.
- New "Metadata" section with "Edit collections" sub-section for setting/modifying fundamental meta data and RCS information.
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